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ACTION NEA-IO 

INFO OCT-OI ISO-00 EB-07 RSC-OI /019W 

023627 

R 1 1 1052Z DEC 74 
FM AMEMBASSY TEHRAN 
TO US DEPT OF TRANSPORTATION 
INFO USDOC WASHDC 
SECSTATE WASHDC 9375 

UNCLAS TEHRAN 10477 

DOT FOR MC KENDRICK 

E.O. 1 1652: N/A 
TAGS: ETRD IR 

SUBJ: MAJOR PROJECTS: ROAD CONSTRUCTION-REQUEST FOR CONSULTANT 
REF: TEHRAN 9769 

1. MINISTRY OF ROADS REQUIRES CONSULTANT TO ASSIST IN PREPARING 
ROAD DESIGN, CONSTRUCTION AND TURNKEY CONTRACTS. IN PARTICULAR, 
ADVICE ON INFLATION CLAUSE IS NEEDED. THIS REQUEST WAS SUBMITTED 
TO FHWA SURVEY TEAM IN NOVEMBER, AND MIN ROADS WOULD APPRECIATE 
REPLY ON STATUS OF REQUEST. INTERESTED CONSULTANTS SHOULD SUB- 
MIT PROPOSALS TO FHWA FOR SCREENING AND SUBMISSION TO MIN ROADS. 

2. MINISTRY OF ROADS ALSO REQUESTS RESUMES ADDRESSED TO MINISTER 
FROM MANAGEMENT CONSULTANTS WHO COULD ADMINISTER ROAD PROJECTS. 
CONSULTANT WORK WOULD INCLUDE ADMINISTRATION OF CONTRACT, 
FINANCING, EQUIPMENT SPECIFICATIONS, ETC, BUT NOT ENGINEERING 

AND DESIGN. 

HELMS 
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Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: CONSTRUCTION, CONSULTANTS, HIGHWAYS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 DEC 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974TEHRAN10477 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740359-0594 
From: TEHRAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741242/aaaabjtg.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 74 TEHRAN 9769 
Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 SEP 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 SEP 2002 by ReddocGW>; APPROVED <30 JAN 2003 by MorefiRH> 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECTS: ROAD CONSTRUCTION-REOUEST FOR CONSULTANT 
TAGS: ETRD, IR 
To: TRSY 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




